THE    HOUSE    ON    THE    BRAE

window always when she was not in bed, things
happy and mournful and terrible came into
view. At this window she sat for twenty
years or more looking at the world as through
a telescope; and here an awful ordeal was
gone through after her sweet untarnished soul
had been given back to God.